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“Precipitators, Method of Testing Open Hearth'’—By J. H. SMITH and 
G. L. ROUNDS, June, 1957, Page 131. 

"Preparation of Scrap for Open Hearth Furnaces’’—By VERNON W. 
JONES, May, 1957, Page 104. 

"Preset Screwdown Control of Reversing Rougher at Granite City Stee! 
Co.""—By A. W. SCHLECHTE and C. ALLAN SCHURR, May, 1957, 
Page 109. 

"President's Message, The’’—January, 1957, Page 96. 

"Prevention of Gas Incidents, The’’-—By THOMAS A. WATSON, January, 
1957, Page 82. 

“Problems of Financing New Steel Capacity’—By W. B. BOYER, July, 
1957, Page 75. 

"Product Quality—Keynote of Drive Systems Engineering’—By E. H. 
BROWNING and L. F. STRINGER, December, 1957, Page 114. 

“Productive Maintenance”—By R. G. RETTIG, May, 1957, Page 117. 

"Program—AlSE Spring Conference’’— April, 1957, Page 107. 

“Program, AISE Western Meeting"—February, 1957, Page 140. 

"Program—1957 AISE Annual Convention""—September, 1957, Page 122. 

"Prospects of Growth—Western Steel Industry"—By B. E. ETCHEVERRY, 
October, 1957, Page 95. 
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** Protection of Men Exposed to the Hazards of Moving Overhead Electric 





Cranes"—By HAROLD R. MILLER, March, 1957, Page 122. 


“Rail Joints, Automation in the Production of""—By C. E. CHAPMAN, August, 
1957, Page 81. 

"Recent Applications of Hydraulics to Steel Mill Drives” —By CHARLES R. 
TAYLOR, October, 1957, Page 100. 

"Reducing Delays in Blast Furnace Campaign by Improving Mechanical 
Features”—By W.O. BISHOP and CHARLES P. FRAME, January, 1957, 
Page 113. 

“Reducing Smudge on Cold Rolled Sheet’—By MICHAEL A. MATZ, April, 
1957, Page 105. 

"Refractory in Slab Heating Furnaces, Plastic’’—By ROBERT A. SMITH, 
May, 1957, Page 99. 

“Reheat Furnaces’—By EDWARD E. CALLINAN, July, 1957, Page 109. 

"Replacement of Steel Mill Plant and Equipment with Present Deprecia- 
tion Reserves, The""—By WM. T. HOGAN, S.J., December, 1957, Page 
79. 

“Revaluation of the 84-In. Plate Mill Modernized at Alan Wood’ By 
FRANK J. BAMPTON, September, 1957, Page 113. 

“Reversing Rougher with Close Coupled Edger, Electrical Features of a 
Hot Strip" —By J. H. GREINER and A. MOZINA, July, 1957, Page 88. 

“Rod and Merchant Mill, A Modern" —By W. R. POTTS and R. M. LANG, 
December, 1957, Page 161. 

"Rod Mill, American Steel and Wire's New'’—By W. V. MAGEE, Sep- 
tember, 1957, Page 160. 

"Rod Mill at Bethlehem’s Johnstown Plant'’—By J. C. SEIBERT, March, 1957, 
Page 71. 

“Rod Mill, Billet Heating—New Johnstown'’—By F. R. PULLEN, November, 
1957, Page 134. 

“Rod Mill Shears, Electric Drive Systems for Bar and''—By A. J. WHITE 
and J. A. READ, September, 1957, Page 166. 

“Roll Pass Design for Combination Structural and Wide Flange Beam 
Mill’"—By HERMAN E. MULLER, December, 1957, Page 85. 

“Rolling at Inland Steel Co., Wide Flange Beam"—By W. E. DITTRICH, 
January, 1957, Page 67. 

"Rolling Mill Spindle Maintenance at Gary Steel Works"—By I. D. POT- 
TORF and RUSSELL H. DAVIS, September, 1957, Page 79. 

“Rust Preventive Compounds, Stopping Corrosion with'’—By R. P. MILLS, 
September, 1957, Page 96. 
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“Scales, Maintenance of Weighing'’—By G. E. EVANS, March, 1957, Page 
86. 

“Scrap for Open Hearth Furnaces, Preparation of’"—By VERNON W. 
JONES, May, 1957, Page 104. 

“Scrap from Steel Plant Slags and Refuse, Methods for Reclaiming and 
Processing’ —By LAWRENCE J. FRITZ, April, 1957, Page 95. 

“Screwdown Control of Reversing Rougher at Granite City Steel Co."’"— 
By A. W. SCHLECHTE and C. ALLAN SCHURR, May, 1957, Page 109. 

“Selection and Economy of Equipment for Blooming and Slabbing Mills" — 
By KURT SCHLESSINGER, July, 1957, Page 63. 

“Shears, Electric Drive Systems for Bar and Rod Mill'—By A. J. WHITE 
and J. A. READ, September, 1957, Page 166. 

“Sheet and Tin Plate, Modern Techniques in the Cold Reduction of'’—By 
E. N. ARCHIBALD, May, 1957, Page 141. 

"Silicone Lubricants for the Steel Industry’—By W. H. RAGBORG and 
W.H. BADGER, September, 1957, Page 105. 

"Silicone Protective Coatings for the Steel Industry’"—By R. C. HEDLUND, 
September, 1957, Page 109. 

"Sintering, Something New in"—By HAROLD E£. ROWEN, PATRICK V. 
GALLAGHER and THOMAS E. BAN, August, 1957, Page 133. 

"Slippers Lubrication, Current Status of Spindle’—By WAYNE G. RITTER, 
December, 1957, Page 152. 

“Smudge on Cold Rolied Sheet, Reducing"—By MICHAEL A. MATZ, April, 
1957, Page 105. 

“Soaking Pits’—By E. R. SULLIVAN, July, 1957, Page 115. 

“Something New in Sintering’—By PATRICK V. GALLAGHER, HAROLD E. 
ROWEN and THOMAS E. BAN, August, 1957, Page 133. 

“Solvent Degreasing—A Valuable Industrial Process"-——-by W. L. 
McCRACKEN, August, 1957, Page 73. 

“Spindle Maintenance at Gary Steel Works, Rolling Mill" —By !. D. POT- 
TORF and RUSSELL H. DAVIS, September, 1957, Page 79. 

“Spindle Slippers Lubrication, Current Status of’"—By WAYNE G. RITTER, 
December, 1957, Page 152. | 

“Spraywelding—A Hard Facing Preventive Maintenance Process'""—By 
J. R. SMITH, September, 1957, Page 90. 

"Staining of Cold Rolled Steel, Study of Factors Influencing Surface”: 
“Part I—Types of Defects and their Occurrence’—By C. R. LILLIE, 
and D. W. LEVINSON; "Part Il—Reaction Mechanism of Black Stain 
Formation on Annealed Stee! Coils'’—By F. V. SCHOSSBERGER, K. 
HATTORI and H. MARVER, May, 1957, Page 69. 

“Stamping Plant Requirements on Steel Industry Operations, Effect of"— 
By A. J. HOLE, January, 1957, Page 89. 
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“Standard No. 1, D-C Mill Motor Standards—AISE"'—November, 1957, 





Page 141. 


“Standard No. 11, D-C Mill Motor Brake Standard—AISE"—October, 


1957, Page 130. 

“Standards and Classification of Lubricants for Steel Mills"—By J. D. 
LYKINS, September, 1957, Page 101. 

“Static Switching in the Steel Industry, The Application of''—By D. L. 
PIERCE, November, 1957, Page 113. 

"Steel Industry in India—Yesterday, Today and Tomorrow, The'’—By E. T. 
WARREN, November, 1957, Page 80. 

"Steel Mill Drives—Past Present and Future” —By R. H. WRIGHT, January, 
1957, Page 76. 

"Stone Pit Lining Experience at Ford’’—By WILLIAM J. SCHARFENAKER, 
March, 1957, Page 98. 

"Stopping Corrosion with Rust Preventive Compounds” 
September, 1957, page 96. 

"Strip Industry, Edge Position Control for the Steel"— By FRANK J. 
MARKEY, February, 1957, Page 119. 

"Strip Mill, Algoma's Combination Bar and'’"—By W.H. MULFLUR, October, 
1957, Page 73. 

"Strip Mill, Operation of a Canadian"—By R. J. BARRY, November, 1957, 
Page 90. 

"Strip Mill, Weirton Modernizes Its Hot'’’—By L. A. FUGASSI, June, 1957, 
Page 75. 

"Strip Reversing Rougher with Close Coupled Edger, Electrical Features of a 
Hot’—By J. H. GREINER and A. MOZINA, July, 1957, Page 88. 
"Structural and Wide Flange Beam Mill, Roll Pass Design for Combina- 

tion" —By HERMAN E. MULLER, December, 1957, Page 85. 

"Study of Factors Influencing Surface Staining of Cold Rolled Steel’’: 
"Part I—Types of Defects and Their Occurrence"—By C. R. LILLIE 
and D. W. LEVINSON; "Part Il—Reaction Mechanism of Black Stain 
Formation on Annealed Steel Coils"—By F. V. SCHOSSBERGER, K. 
HATTORI, and H. MARVER, May, 1957, Page 69. 

"Switching in the Steel Industry, The Application of Static’'—By D. L. 
PIERCE, November, 1957, Page 113. 

“Symposium on High Temperature Refractories’: “Open Hearth Fur- 
naces"—By KEITH D. BARTELS; “Reheat Furnaces'’"—By EDWARD E. 
CALLINAN; "Soaking Pits" —By E. R. SULLIVAN, July, 1957, Page 106. 
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"Temperature Control System on a Billet Heating Furnace, Cascade"’— 
By JACK M. HESS, May, 1957, Page 132. 

"Tin Plate, Modern Techniques in the Cold Reduction of Sheet and’ — 
By E. N. ARCHIBALD, May, 1957, Page 141. 

"“Tinplate—Recent Trends and Problems, Continuous Annealing Lines for''— 
By J. H. HOPPER and A. JAKIMOVICH, April, 1957, Page 80. 
“Transportation Control in Steelmaking"”—By J. L. KERINS, March, 1957, 

Page 134. 

"Treatment and Re-Use of Mill Scale Wastes to Conserve Water and Abate 
Pollution" —By GRANT A. PETTIT, September, 1957, Page 144. 
"Treatment of Water-Borne Wastes from Steel Plants, The’’—By ROSS 

NEBOLSINE, December, 1957, Page 125. 
“Trends in Electrification and Automation of Iron and Steel Processes'’— 
By W. E. MILLER, October, 1957, Page 83. 
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Unique Procedure Helps Geneva Speed Increase in Steel Capacity’— 
March, 1957, Page 138 
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“Wastes from Steel Plants, The Treatment of Water-Borne’’—By ROSS 
NEBOLSINE, December, 1957, Page 125. 

"Wastes to Conserve Water and Abate Pollution, Treatment and Re-Use 
of Mill Scale’—By GRANT A. PETTIT, September, 1957, Page 144. 

“Water-Borne Wastes from Steel Plants, the Treatment of—By ROSS 
NEBOLSINE, December, 1957, Page 125. 

‘Water Problems and Their Solution, Industry's" — By H. |. RIEGEL, Novem- 
ber, 1957, Page 73. 

"“Veirton Modernizes Its Hot Strip Mill’"—By L. A. FUGASSI, June, 1957, 
Page 75. 

“Western Steel Industry, Prospects of Growth'’—By B. E. ETCHEVERRY, 
October, 1957, Page 95. 

Wheel Heating Facilities—Johnstown Plant, Bethlehem Steel Co., Moderni- 
zation of''—By F. R. PULLEN, July, 1957, Page 94. 

"Wide Flange Beam Rolling at Inland Steel Co.—By W. E. DITTRICH, 
January, 1957, Page 67. 

“Wire Drawing, Greater Flexibility for’—By MAURICE A. NYE and 
ROBERT C. SUTTLE, December, 1957, Page 98. 


"1956, Coke and By-Products in'’—By |. E. MADSEN, October, 1957, 
Page 124. 

"1956, Developments in the Iron and Steel Industry During’’—By |. E. 
MADSEN, January, 1957, Page 119. 

"50 Years of AISE’’—September, 1957, Page 78. 


